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The 26th June , 1953 


No. S.E.Rohtak /Ronds/28 -RA/ 139/ VI..Whereas the Governomentof Haryana is satisfied that land specified below is needed 
by Government, at pubic expense, for a public purpose, namely Constructing Gohana- Bhainswal Road to village Rabra , tehsil 
Gohana, district Sonepat, it is hereby declared that land as specified below is required for the above purpose . 

This deciation is made under the vision of section 6 of the Land Acquisition Act , 1894 to all whom it may concern 
and under the provisions of section 70 said Act, the Land Acquisitin Collector, Haryana, P.W.D. (B.& R .) Branch , Ambala 

or any other specal Collector prised by ihe Colonization officer -cum -Special Land Acquisition Collector, Haryana is 
hereby directed to take orders for 

isition of the said land . 
Plans of the land may be inspev in the offices of the Land Acquisition Collector, Haryana , P.W.D. ( B. & R.) Branch , 
Ambala Cantt and Executive Engineer, P.W.D. ( B. & R.) Branch . — 

SPECIFICATION 


Cant ., 


Serial 

No 


District 


Tehsil 


Locality /Village 
and Hadbast No. 


Area in 

acres 


Rectangle /Killa No. 


1 


2 


3 


4 


S 


6 


1 


Soncpat 


Gohana 


Rabra , No. 81 


5.14 


31 


32 


11, 19 , 22 


6/1, 6/2 , 15 


46 


2/1 2/2 , 9, 12 , 16/2 , 17/2 , 17/1, 18/1, 18/2 , 22 to 25, 19 


47 


16-17 18/1 , 18/2 , 18/3 , 19 , 20/1 , 20/2 


48 


49 


16 to 20 


16 , 17, 18 , 19/1, 19/2 , 20 


50 

134 , 374 , 623 , 622 , 621, 659, 658 
17/2 , 18 , 19 , 20 
532 , 533, 131 , 517 , 518 , 521 , 522 , 524 , 526 , 527, 
528 529, 543 , 546 , 201, 99 


Total 


5.14 


The 9th July, 1973 
No. S.E./Rohtak/Roads/28RA/141M.—Whereas the Governmentof Haryana is satisfied that land specified below is needed 
by Government, at public expense, for a public purpose, namely, V.A.R.Subana Guriani to Rattanthal, Tehsil Jhajjar, District Rohtak . 
It is hereby declared that land as specified below is required for the above purpose . 

This declaration is made under the provision of section 6 of the Land Acquisition Act, 1894 to all whom it may concern and 
under the provisions of section 7 of the said Act, the Land Acquisition Collector, Haryana P.W.D. B , & R Branch , Ambala Cantt. or 
any other special Collector , authorised by the Colonization Officer-cum -Special Land Acquisition Collector, Haryana , is hereby directed 
to take orders for the acquisition of the said land . 

Plans of the land may be inspected in the offices of the Land Acquisition Collector, Haryana , P.W.D., B. & R. Branch , Ambala 
Canii . and Executive Engineer, P.W.D., B. & R. Branch , 

SPECIFICATION 


Serial 
No. 


District 


Tehsil 


Locality / Village 
and Hadbast No. 


Area in 
acres 


Rectangle /Killa No. 


2 


3 


4 


5 


6 


1 Rohtak 


Jhajjar 


Mubarkpur 


5.88 71 


20 


21 


14 , 15 , 16 , 17 


11/2 , 11/3 , 12/1 , 12/2 , 13/1 , 
13/2, 14/1, 14/2, 19 , 20/1, 16 to 
131, 126 to 130 


235 
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1 2 


3 


**4 


sº 


+ 


: .22 


a 


ri 


. 


16 ; 17, 18/1, 20 , 58, 70 , 82 , 121, 125 

23 


11 , 12, 17 18 , 19, 20/1; 23/1 , 23/2 ;-24 , 25/1, 25/2 ,, 
265, 269 

1/5 . 
30 


" 


1/1 , 1/2 , 2 , 3 , 8, 9, 14, 15 269 

29 


1 


1 


11, 12, 17 , 18 , 19, 20 , 23 , 24 , 25 
28 

37 


38 


69, 266 , 


267 , 268 21 


S 


1/1 , 1/2 


# 


. 


II 


2 Rohtak 


Jhajjar 


Baharmpur : 


-6 24 116 , 368 


20 


1/1, 1/2 , 2 , 7, 8/1 , 9 , 14 , 15 , 16 

21 


29 


11, 19 , 20 , 22, 23/1 23/2, 24 

28 


4 , 5/1, 6 /2,6 

35 


4,5 


+ 


1, 9 , 10 , 12, 22, 23 


2,6 / 1, 6/2, 7, 8, 9/1 


184 , 185, 162 to 172 , 160 , 200 , 158 , 111. 

36 


2, 3 , 4/2, 3,6 /1, 6/2 , 7, 8, 9/1, 9/2 , 10 
37 

38 
117 
1, 10 

1 , 2 , 3, 8 , 9 , 10 


3 Rohtak 


Jhajjar 


Rattanthal 


5.06 265 , 789, 215, 217 , 219 , 


75 


74 


3 to 8 1, 2 , 3, 4/1, 4/2 , 6/1 , 

7/1 , 8, 9, 10 
73 

- 248 , 224 , 563 
6 , 7 , 8 , 9/1, 9/2 , 10/1 
275, 510, 511, 515, 516, 517, 518, 520 , 523, 524, 528 , 
611, 613, 614 , 615, 616 

72 


+ 


10 , 1/2, 2/2 , 2/2 


61 


3 


. 


17, 18, 22/2 , 22/3 , 22/4, 23, 24 

61 
988 , 93 . 

994 , 980 
r 016-25 
62 

25/1 , 25/2 
16 , 17/2 , 18 to 24 


No. -S.E. Rohtak/Roads/28 RA /142./VI.- :Where as the Governor of Haryana is satisfied that land specified below is needed 
by Government, at public expense , for a public purpose , namely Constructing Rambas to Rudrol, District Bhiwani, it is hereby declared 
that land as specified below is required for the above purpose. 

This declaration is made under the provisions of section 6 of the Land Acquisition Act , 1894 to all whom it may concern and 
under the provisions of section 7 of the said Act, the Land Acquisition Collector, Haryana, P.W.D., B & R Branch , Amvala Cantt 
or any other special Collector, authorised by the Colonization Officer clini-Special and Acquisition Collector, Haryana , is hereby direc 
tcd io take orders for the acquisition of the said land . 

Plans of the land may be inspected in the offices of the Land Acquisition Collector, Haryana, P.W.D., B. & R Branch , Ambala 
Cantt. and Executive Engineer P.W :D.B. & R Branch . 


SPECIFICATION 


District 


Tehsil 


Serial 
No. 


Remarks 


Locality Village 
and Hadbast 

-No 


Area in 

acres 


1 


2 


3 


4 


s 


.6 


1 Bhiwani 


Dadri 


Rambas 


2-17 251, 252, 259/1 , 260/3 , 261, 263/1, 268, 269, 270 
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1 2 


3 


4 


5 


6 


2 Bhiwani 


Dadri 


Rudrol 


4.45 


6 


2, 3, 8 , 9 , 12/1, 12/2 , 19/1, 19/2 , 21/1 , 21/2 

20 


211, 2/2 , 2/3, 9/1, 912 , 9/2 , 11, 12 , 19, 20 , 21, 22 

33 


1 , 2 , 9 , 10 , 11 , 12 , 19 , 20 , 22/1, 22/2 

50 


2/1 , 2/2 , 8 , 9 , 12, 13 , 18/1 , 18/2 , 23/1, 23/2 

63 


3, 4, 7 , 8 , 14/1 , 14/2 , 17/1 , 17/2 , 24 , 25 


124, 304 , 305 , 306 , 307, 313, 314, 381, 384 , 388,390 , 
391, 392, 432. 


No. S.E.Rohtak /Roads/28 -RA/143 / VI.-- Where as the Government of Haryana is satisfied that land specified below is needed ty 
Government, at public expense , for a public purpose,namely , Jhajjar Chhuchak was to Village Marot in Rohtak District, It is hereby 
declared that land as specified below is required for the above purpose . 

This declaration is made under the provision of section 6 of the Land Acquisition Act , 1894 to allwhom it may concern and 
· under the provisions of section 7 of the said Act, the Land Acquisition Collector, Haryana , P.W.D. B & R. Branch , Ambala , Cantt, 

or any other special Collector, authorised by the Colonization Officer-cum -Special Land Acquisition Collector, Haryana, is lcicky 
directed to take orders for the acquisition of the said land . 


Plans of the land may be inspected in the offices of thc Land Acqusition Collector, 
Ambala Cantt . and Executive Engineer, P.W.D., B & R. Branch . 


Haryana , P.W.D. B & R , Branch , 


SPECIFICATION 


District 


Tehsil 


Serial 

No. 


Locality / Village 
and Hadbast No. 


Rectangle /Killa No. 


Area 

in 
acres 


1 Rohtak 


Jhajjar 


Marot 


2.10 


11 


2,4,7 , 8,13,14,17,18 /1, 23 , 24 


22 


3,4,7,8 , 13, 14 , 17, 18/1 , 18/2 , 23 , 24 


29 


3., 4 , 


151 , 650,651,652 , 648 , 181 , 182 

284/1, 52 . 


The 10th July , 1973 
No E. Rohtak /Roads/ 28 -RA /144 / V.- Where as it appears to theGovernn.ent of Haryana that land is likely to be required to be 
taken by the Haryana Government, at Public expense , for a public purpose , namely for Rewari Kot Kassim road to Lalpur in 
Mohindergarh District. It is hereby notified that the land in the locality specified telow is likely to te acquired for the above 

purpose. 
The notification is made under the provision of section 4 of the Land Acquisition Act 1894 to all whom it may concern . 

In exercise of the powers conferred by the aforesaid section, the Governor of Haryana is picased to authorise the officers for 
the time being engaged in undertaking with their servants and workmen to enter upon and survey any land in the locality and do all 
other acts required or remited by that section , 


Any personinterested who hasany objection to the acquisition of any land in the locality may within 30 days of the publication 
of this notification file an objection in writing be fore the Land Acquisition Collector, P.W.D., B & R. Branch Ambala Cantt . 

SPECIFICATION 


Serial 

No. 


Nameof 
District 


Name of 

Tehsil 


Name of Village 


Remarks 


> 


Area 

in 
acres 


1 Mohindergarh 


Rewari 


Dawana 


1.50 


Almost on both sides of consolidation path as 
demarcated at site . 


Lalpur 


1.75 


Total 


3.25 


